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Leather Tool Bag 
With Shoulder Strap and Pad 


Made of heavy russet grain leather, hot 
wax, locked stitched, impossible to rip. 
Very durable and convenient. 


Send for catalog showing our 
line of Mechanics’ Tool Bags. 


EXCELSIOR BAG & MFG. CO. 
TROY, N. Y. 


Roughing-In House Drains 


A complete guide to the work of roughing-in plumbing, from the digging of 
the sewer to the finishing length of the soil and vent stacks, giving each 
step to be taken and telling how and why it is done. 


184 Pages. Boundin Boards. Postpaid, 50 Cents. 
DOMESTIC ENGINEERING, 445-447 Plymouth Court, CHICAGO 























LEATHER TOOL BAG 











Marsh Vacuum Pump 
For Use on Heating Systems 


The Marsh Vacuum Pump will greatly increase the ‘ 
efficiency of your heating system and produce a perfect 5 
circulation. Recommended and specified by a majority 
of the heating contractors throughout the country. Over 
20,000 in actual operation 

Write for Our No. 18 Catalog ; 


illustrating our complete line of steam and power pump- 
ing machinery for every service. 


American Steam Pump Co. 
BATTLE CREEK, MICH. 
Chicago Office, 310 W. Randolph St. 
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